ANALYTICAL RESEARCH LABORATORIES 

840 RESEARCH PARKWAY, SUITE 546 
OKLAHOMA CITY, OK 73104 
PHONE (405) 271-1144 
FAX (405) 271-1174 


Certificate Of Analysis 

CLIENT: New England Compounding Center 



ARL #: 182896-01 

LOT #: 07262012@61 

D ESC R I PT ION: Triamcinolone AC (PF) lmg/ ml Injectable 

DATE RECEIVED: 07/30/2012 
STORAGE: 20°C to 25°C (68°F to 77°F) 

CONTAINER: Two 5 mL clear vials 


Expected 

Analyte / Specifications Amount 

% T est 

Units Results Of EXP. Method 

Date 

T ested 

Triamcinolone Acetonide 1.0 

Specifications = 90% - 110% 

mg/mL 1.181 118.1% HPLC 

7/ 31/2012 

Triamcinolone Acetonide Rerun 1.0 

Specifications = 90% - 110% 

mg/mL 1.200 120.0% HPLC 

7/31/2012 

Triamcinolone Acetonide Average 1.0 

Specifications = 90% - 110% 

mg/mL 1.191 119.1% HPLC 

7/31/2012 




08/01/2012 

Alex Tang - Laboratory Supervisor Date Reported 

Results reported above relate only to the sample that was tested. 
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